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Correction 

Within the key to the Australian species ofMicroseris (p. 
65),'mm'has been inadvertently inserted after the value 
for each mention of pappus scales.The value should be 
read as the number rather than the length of pappus 
scales per cypsela, i.e. 30-66 scales per cypsela for M, 
scapigera, 10-20 for M. lanceofota a nd c. 10 for M. walteri. 
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